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KHCLOSURE  7
Recipient Data  Exchange/Applicant Roster Data Tape Comparison Chart

In January 1988, we distributed the specifications for the 1988-89 Federal
Student Aid Applicant Roster Data Tapes (P-88-2). These tapes are produced by
the Federal Student Aid Application Processing System for schools which have
requested this service.

If you are currently receiving either the Abbreviated or Full Data tapes from
the Federal Student Aid Application Processing System, you may elect to build
your preliminary Pell Grant recipient data base by extracting data elements
from the eligible records on these tapes.

This procedure accommodates eligible applicants who indicated possible
attendance at your institution. For those eligible applicants attending your
institution who do not appear on your Applicant Roster Data tape, you could
manually enter the required data elements into your data base from the
hardcopy Student Aid Reports. Alternatively, you may have the student submit
a SAR correction to the Federal Student Aid Application Processing System,
specifying the name and address of your institution. The student (and
parent/guardian, if applicable) must sign the certification on the SAR. After
processing of this SAR correction, the student's data will appear on your next
Applicant Roster Data tape.

You must not submit Institution SAR Data records for ineligible Pell Grant
applicants or students who do not actually attend classes. The Pell Grant
regulations prohibit disbursements to such students. If you use the Applicant
Hoster Data tapes to build your preliminary Pell Grant recipient data base,
you must be certain that:

1.. the recipient data you submit to the Program as Institution SAR Data
records accurately reflect the data that appeared on the SAR which the
student submitted to your institution and on which you based payment;Remaining Payments will fae Made
